
MAINTENANCE REPORT FOR C324C OF 16 MAR 64J SYSTEM III 
SER. NO. 12, RECEIVER A, B, AND C ALL NORMAL OPERATION. 

"B" UNIT, SER. NO. 816 STOPPED RUNNING 2 HR AND l MIN 


AFTER SYSTEM NUMBER 3 ON TIME. 


END OF MESSAGE 
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